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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON ENVIRONMEN- 
TAL IMPACTS OF ADVANCED POWER REACTOR SYSTEMS, 

CADARACHE, FRANCE, JUNE 5-9, 1978 

1 . MISSION HAS RECEIVED AGENCY LETTER NOTING PLANS TO 
CONVENE SUBJECT MEETING TO COLLECT INFORMATION AND 
ASSESS WHETHER THERE IS SUFFICIENT INFORMATION TO 
ENVISAGE CONVENING SUBSEQUENT GROUP TO PREPARE PUBLICA- 
TION ON THIS SUBJECT. PROGRAM OF MEETING WILL TAKE INTO 
ACCOUNT NATIONAL PROGRAMS OF DEVELOPMENT OF NEW TYPES 
OF REACTORS, INCLUDING FOLLOWING FACTORS: 

A. INCREASE IN POWER AND OPERATING TEMPERATURE OF 
REACTORS WITH CORRESPONDING CHANGE IN QUALITY OR 
QUANTITY OF WASTE HEAT; 

B. USE OF NEW STRUCTURAL AND CLADDING MATERIALS WITH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VIENNA 00907 011014Z 

CORRESPONDING DISCHARGE OF NEW ACTIVATION PRODUCTS; 

C. USE OF NEW TYPES OF FUELS WITH CORRESPONDING DIS- 
CHARGE OF NEW FISSION PRODUCTS, FISSILE AND FERTILE 
MATERIALS; 

D. USE OF NEW COOLANTS, METALS, GASES, ORGANICS, 
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MF.TAU.TC SALTS; 

E. INFLUENCE OF EXTENSION OF FUEL RESIDENCE TIMES IN 
REACTORS; 

F. IMPACT OF FUSION REACTORS, INCLUDING FUSION FISSION 
SYSTEMS; AND 

G. INFLUENCE OF INCREASE OF FUEL BURN-UP. 

2. AGENCY REQUESTS U.S. NOMINATION OF EXPERT TO PARTICI- 
PATE IN THIS MEETING AT NO RPT NO EXPENSE TO AGENCY. 
NOMINATION REQUESTED NLT APRIL 1, 1978. FUTURE 
CORRESPONDENCE WOULD BE CARRIED OUT DIRECTLY WITH 
NOMINATED EXPERT. 

3. COPY OF AGENCY LETTER POUCHED MCCLARY/DOE. PLEASE 
ADVISE. STONE 


UNCLASSIFIED 


NNN 
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